The J. L. Hudson Company owns the largest American 
flag in the world. It measures 90 feet by 230 feet 
and weighs 900 pounds. The width of stripes is 7 feet, 
size of stars, 5 feet. The flag is displayed on Flag Day 
and other special occasions, weather permitting. 


The J. L. Hudson Company was founded in 1881 
by Joseph Lowthian Hudson. The first Hudson 
store was a men’s and boys’ clothing store. 
Hudson’s today is one of the world’s largest and 
finest department stores. 
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